Work Order ID 
101856 


May-15-1] 
1:50:54 PM 


Item 10: 
021828050 


Revi~ion ID: 


Item Name: 
Clamp 
Cushion 
Black 


Accept 
*101R!1R* 


*Nq()()()4()1()()* 


Page 1 


Setup 
Start *N~ 1* 


Stop 
*N~?* 


Start 
Date: 
5/15/13 


Required 
Date: 5/22/13 


Reference: 


Start Qty: 
30.00 


Req'd Qty: 30.00 
Cust Item ID: 


Customer: 


Approvals: 


Sequence 
IDI 
Work Center 
ID 


~Draw Nbr 


I D2182 


100 
*1 nn* 
Packaging 


Packaging 


Process 
Plan: -,M,~L~::::5 
._ 


QC: 
_ 


Operation 
Description 


Revision 
Nbr 


RevC 


Packaging 


Memo 


Cut as per dwg 


Date:J3-6~~ 
1'(' Tooling: 


Date: 
SPC(Y/N): 


Set Upl 
Run Hours 


0.00 


0.00 


Run 
Start 
*NR1 
* 
Date: 


Date: 
Stop 
*NR?* 
---~-~. ~- 
Too1ID 
Tool # 
Plan 
Accept 
Reject 
Reject 
Insp. 
Code 
Qty 
Qty 
Number 
Stamp 


110 
QC6- Inspect dimensions 
to drawing 
0,00 SV 


~ 
*11 n* 
~ 
S' -IS 
QC 
Memo 
0.00 


Quality Control 


.. 
/' 


120 
Identify as per dwg & Stock 
Location:$( 
) 
0.00 
*1 ?n* 
Packaging 
Memo 
0,00 


Packaging 


NCR: 
Yes 
/ 
No 
i 
WORK ORDER NON-CONFORMANCE 
/ UPDATE 


. .. 


DQA: 
Date: 
---- 
--------- 


QAClosed: 
Date: 


I 


Work 
Order: 
DISPOSITION 
AGAINST 
DEPARTMENT 
IPROCESS 


Rework~ 
I 
Skid-tube~ 
crosstUbe~ 
wate'Jet~ 
Enginee'ing~ 
Part No. 
Scrap 
Machining 
Small 
Fab 
Prod. 
Eng. Coor. 
Quality 


Use-as-is 
i Thermoforming 
Finishing 
Rec/Store/Packaging 
Other 


NCR No. 
Work 
Order 
Update 
Large Fab 
Composite 
Supplier 


Root 
Description 
of work 
order 
update 
Initial 
Action 
Sign & 


Cause 
Date 
Step 
Qty 
or Non-conformance 
Chief 
Eng 
Description 
Date 
Verification 
QC Inspector 


Doc/Data 
, 
i 
f-- 
Equip/Tooling'-- 


; 


Operator - 


I 
Material 
- 
Setup 
- 
i 
Other 
- 
Process 
.. 
, 
- 
I 
Supplier, 
. 
I 
- 
Training 
- 
Unapproved 
i 


FAULT CATEGORY 


landing 
Gear 
- 
General 
•......•. ' 
-=- 
.-- 
Bending 
Bend 
Grain 
Ovalized 
~ 
p,.,;su,e/Fo"ed 
- 
- 
f-- 
f-- 
Centre Not Concentric to 0/5 
BOM/Route 
Hardware 
Over/Under 
tolerance 
Temperature/Cure 
- 
- 
- 
f-- 
Cracks 
Broken/Damaged 
Inspection 
Incomplete 
Part Incorrect 
Weld 
- 
- 
- 
f-- 
Crushed/Crimped 
Burrs 
Instructions 
Incomplete/Unclear 
Part Lost/Missing 
Wrong Stock Pulled 
- 
- 
- 
f-- 
Cuffs 
Contamination 
Maintenance 
Part Moved 
- 
- 
- 
- 
Heat Treat 
- 
Countersink 
Mislabeled 
Positioned 
Wrong 
- 
- 
- 
nOther 
Inspection 
Strip in Tube 
- 
Cut Too Short 
Misread 
Power Loss/Surge 
- 
- 
- 
Ripples in Bend 
- 
Drill 
Holes 
Offset 
- 
- 
I-- Torque Waves in Extrusion 
'-- 
Drawing 
i Out of Calibration 
- 
Turning Sequence 
Finish 


I Out of Sequence 
I-- 
'-- 
- 
Wave/Twist 
in Tube 
Folio 
Outside Dimensions 


H:/FORMS/Qua!ityAssuranGe\approved 
QA/NCRWORevG 


Work Order ID 101856 


May-15-13 
1:50:54 
PM 


Item 10: 
021828050 


Revision 10: 


Item Name: 
Clamp 
Cushion 
Black 


Accept 
*101 R!1R* 


*Nq()()()4() 
1()()* 


Page 2 


Setup 
Start *N~ 1* 


Stop *N~?* 


Start Date: 
5/15/13 


Required 
Date: 5/22/13 


Reference: 


Start Qty: 
30.00 


Req'd Qty: 30.00 
Cust Item 10: 


Customer: 


Approvals: 
Process Plan: 
_ 


QC: 
_ 


Date: 
_ 


Date: 
_ 


Tooling: 


SPC (YIN): 


Date:_~ 
_ 


Date: 
_ 
_ 


Run 
Start 


Stop *NR1* 
*NR?* 
Sequence 
101 
Work Center ID 


130 
*1~n* 
QC 


Quality Control 


L 
. 


Operation 
Description 


QC21- Final Inspection 
- Work Order Release 


Memo 


Set Upl 
Run Hours 


0.00 


0.00 


ToolID 
Tool # 
Plan 
Code 
Accept 
Qty 
Reject 
Reject 
Insp. 
QbfJ;i#i 


f 
~-t.J~-I~ 
/YI f...;:5 \ . 


NCR: 
Yes 
/ 
No 
WORK ORDER NON-CONFPRMANCE I UPDATE 


DQA: 


QAClosed: 


Date: 


Date: 
I 


Work Order: 
DISPOSITION 
I 
AGAINST 
DEPARTMENT/PROCESS 


Rework~ 
I 
Skid-IUbe~ 
cr05SIUbe~ 
walerJel~ 
Engineering~ 
Part No. 
Scrap 
, 
Machining 
Small Fab 
Prod. Eng. Coor. 
Quality 


Use-as-is 
thermoforming 
Finishing 
Rec/Store/Packaging 
Other 


NCR No. 
Work Order Update 
i 
Large Fab 
Composite 
Supplier 


Root 
Description 
of work order update 
Ini'tial 
Action 
Sign & 
r 
Chief Eng 
'Cause 
Date 
Step 
Qty 
or Non-conformance 
Description 
Date 
Verification 
QC Inspector 


Doc/Data 
f-- 
I 


Equip/Tooling 
f-- 
Operator 
I 
- 
Material 
I 
- 
Setup 
- 


I 
Other 
- 
Process 


I 
- 
Supplier 


; 
- 
I 
Training 
; 
- 
i 
Unapproved 


. 
FAULt 
CATEGORY 


Landing Gear 
General 
-I 
-'"- 
--, 
- 
Bending 
Bend 
Grain 
Ovalized 
~ 
Pressure/Forced 
- 
- 
- 
I 
- 
Centre Not Concentric to 0/5 
BOM/Route 
Hardware 
Over/Under tolerance 
Temperature/Cure 
- 
- 
- 
- 
Cracks 
Broken/Damaged 
Iinspection Incomplete 
Part Incorrect 
Weld 
- 
- 
- 
- 
Crushed/Crimped 
Burrs 
Instructions Incomplete/Unclear 
Part Lost/Missing 
Wrong Stock Pulled 
- 
- 
- 
- 
Cuffs 
Contamination 
Maintenance 
Part Moved 
- 
- 
- 
- 
Heat Treat 
Countersink 
Mislabeled 
Positioned Wrong 
- 
- 
- 
- 
nOther 
Inspection Strip in Tube 
Cut Too Short 
Misread 
Power Loss/Surge 
- 
- 
- 
- 
Ripplesin Bend 
Drill Holes 
Offset 
- 
- 
- 
Torque Waves in Extrusion 
Drawing 
lOut of Calibration 
f-- 
- 
- 
Turning Sequence 
Finish 
--, Out of Sequence 
f-- 
- 
Wave/Twist in Tube 
Folio 
I Outside Dimensions 


H:/FORMS/Quality 
Assurance\approved 
QA/NCRWO 
Rev G 


Pieklist Print 


Ma)'-15-13 
1:50:57 PM 


Work Order 
10: 
101856 


Parent 
Item: 
D2182B050 


Parent 
Item Name: 
Clamp Cushion Black 


*101 RFiR* 
*n? 1R?ROFiO* 
Start 
Date: 
5/15/13 


Start Qty: 30.00 


Page 
II 


Required 
Date: 
5/22/13 


Required 
Qty: 30.00 


Comments: 
IPP: 
B 
99.03.02 
Re-format 
per revC 
DD verf:EC 
DM IPP Rev:C 
10.11.02 
as 


----~~~. 
__ ._-------------- 
... _-~~ 
----_. 
Component 
Item IDI 
Item Name 
Replacement 
Mfgl 
Item ID 
Purch 
Bin 
Primary 
Item 
Location 
Last 
Location 
Route 
Seq ID 
Unit of 
Measure 
Qtyon 
Hand 
Qty per Kit 
Total 
Qty 
Qty 
Issued 
Date 
Issued 
Status 


. --~. 
--------------- 


26.0613 
0.4166 
12.498 
. ( 
__ 


** --eLr-l1S ~- 


Loc Code 
!&£..Q!y 


26.06134 


26.06134 


100 
f 


93429 
------- 


ST412 


Manufactured 
No 
D21828 
*n?1R?R* 
Rubber Cushion 


NCR: 
Yes 
/ 
No 
WORK ORDER NON-CONFORMANCE I UPDATE 


I 


DQA: 


QAClosed: 


Date: 


Date: 


I 


Work 
Order: 
DISPOSITION 
AGAINST 
DEPARTMENT/PROCESS 


I 


Rework~ 
' 
Skid-tube ~ 
crosstUbe~ 
Water Jet~ 
Engineering~ 
Part No. 
Scrapl 
I 
Machining 
Small 
Fab 
Prod. 
Eng. Coor. 
Quality 


Use-as-is 
Thermoforming 
Finishing 
Rec/Store/Packaging 
Other 


NCR No. 
Work 
Order 
Update 
' 
Large Fab 
Composite 
Supplier 


1 


Root 
Description 
of work 
order 
update 
Initial 
Action 
Sign & 


Cause 
Date 
Step 
Qty 
or Non-conformance 
Chi~f 
Eng 
Description 
Date 
Verification 
QC Inspector 


Doc/Data 
- 
, 
EquipfTooling- 
Operator - 
! 
Material 
f-- 
I 
Setup 
f-- 
Other 
, 
f-- 


I 


Process 
I 
f-- 
Supplier 
- 
Training 
! 
- 
Unapproved 


1 
FAULT CATEGORY 


Landing Gear 
General 
I 
-=- 
,...-- 
- 
- 
Bending 
Bend 
Grain 
Ovalized 
~ 
PressUre/Foroed 
- 
f-- 
- 
- 
Centre Not Concentric to O/S 
BOM/Route 
Hardware 
Over/Under 
tolerance 
Temperature/Cure 
- 
f-- 
....- 
I 
- 
Cracks 
- 
Broken/Damaged 
Inspection 
Incomplete 
Part Incorrect 
Weld 
- 
f-- 
- 
Crushed/Crimped 
- 
Burrs 
!Instructions 
Incomplete/Unciear 
Part Lost/Missing 
Wrong Stock Pulled 
- 
- 
- 
Cuffs 
Contamination 
Maintenance 
Part Moved 
- 
- 
"- 
- 
Heat Treat 
Countersink 
Mislabeled 
Positioned 
Wrong 
- 
- 
f-- 
- 
nOther 
Inspection 
Strip in Tube 
Cut Too Short 
Misread 
Power Loss/Surge 
- 
- 
f-- 
- 
Ripples in Bend 
Drill 
Holes 
Offset 
- 
- 
- 
Torque Waves in Extrusion 
Drawing 
.:...- Out of Calibration 
f-- 
- 
Turning Sequence 
- 
Finish 
_I 
Out of Sequence 
f-- 
Wave/Twist 
in Tube 
Folio 
Outside Dimensions 


H:/FORMS/QualityAssurance\approvedQA/NCRWORevG 


> > ~ 
~ 0 
0 
0 
0 
"> 
0 
0 
CD 
...• 
» 
CD 
[Xl 
;:0 
:J: 
s::.: 
fTI 
"> 
s-1 
8 
~ 
:;0 
a» 
fTI 
() 
:;0 c 
;;Orrl 
til 
); 
(J) 
~;:o 
:J: r 
:J: 
;0 
:;0 
5 
Z 
til 
'" 
-0 
Z 
fTI 
::I» 
() 
00 
=Tl 
~o 
0 
~l'1 
~ 
;ou(J) 
"O(/) 
5 
~o 
Z 
~' ;:0 
C/) 
l'1 
:J: 
(/) 
l"I 
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to 
to 
::J 
o,.J 


~ 
~ 


"'" 
~ 


() 
CD 


EG: WHITE 3.5 
LONG: D2182W035 
BLACK 10 
lONG: 
D2182B100 


/W-WHITE 
/' 
B-BLACK 


D2182W'T 
RUBBER CUSHION 


LENGTH 


MATERIAL: 
SANTOPRENE 101-73 
CONFORMS TO MIL-R-3065 


.\ 
IO\~~Y'1 
r>-o~-l-j 
r 0.200 
(REF) 


~ 
jn0.063 
(RE~ 
~ 
0.1881~REF) 
~fZgZ~ 
__ L 


~ 
0.875 
(REF)~ 
~O.750 
(REF) 


EG: 3.5 
LONG: D2182-035 
10 
LONG: D2182-100 


D2182-'T 
HEAT SHRINK 


LENGTH 


MATERIAL: 
RAYCHEM RNF-100-3/4-CL 
HEAT SHRINKABLE INSULATION SLEEVING 


NCR: 
Yes 
/ 
No 


I 
WORK ORDER NON-CONFORMANCE I UPDATE 


DQA: 


QAClosed: 


Date: 


Date: 


DISPOSITION 
I 
AGAINST 
DEPARTMENT 
IPROCESS 
Work 
Order: 


Rework~ 
. 
Skid-tube~ 
crosstUbe~ 
waterJet~ 
Engineering~ 


Part No. 
Scrap 
I 
Machining 
Small 
Fab 
Prod. 
Eng. Coor. 
Quality 


Use-as-is 
.Thermoforming 
Finishing 
Rec/Store/Packaging 
Other 


NCR No. 
Work 
Order 
Update 
I 
Large Fab 
Composite 
Supplier 


I 


Root 
Description 
of work 
order 
update 
Initial 
Action 
Sign & 
i 
Cause 
Date 
Step 
Qty 
or Non-conformance 
Chi~f 
Eng 
Description 
Date 
Verification 
QC Inspector 


Doc/Data - 
Equip/Tooling- 
I 
Operator 
- 
Material 
- 
Setup 
- 
I 
Other 
- 
Process 
- 


I 
Supplier 
- 
Training 
- 
Unapproved 
i 
FAULt 
CATEGORY 


Landing Gear 
General 
-' 
...;;;;..., 
- 
I 
- 
Bending 
Bend 
:Grain 
Ovalized 
~ 
Pressure/Forced 
--- 
- 
- 
r-- 
Centre Not Concentric 
to O/S 
BOM/Route 
Hardware 
Over/Under 
tolerance 
Temperature/Cure 
- 
- 
- 
- 
Cracks 
Broken/Damaged 
Inspection 
Incomplete 
Part Incorrect 
Weld 
- 
- 
- 
- 
Crushed/Crimped 
Burrs 
Instructions 
Incomplete/Unclear 
Part Lost/Missing 
Wrong Stock Pulled 
- 
- 
- 
- 
Cuffs 
Contamination 
Maintenance 
Part Moved- 
- 
- 
- 
- 
Heat Treat 
Countersink 
Mislabeled 
Positioned 
Wrong 
- 
- 
- 
- 
nOther 
Inspection 
Strip in Tube 
Cut Too Short 
Misread 
Power Loss/Surge 
- 
- 
- 
- 
Ripples in Bend 
Drill 
Holes 
- 
Offset 
- 
- 
Torque Waves in Extrusion 
Drawing 
Out of Calibration 
- 
- 
- 
Turning Sequence 
Finish 
Out of Sequence 
- 
--- 
- 
Wave/Twist 
in Tube 
Folio 
Outside Dimensions 
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